56.  Given the       in which the control        hung
frosts its       on j-hooks    the weight of the    itself,

on the                                       the cable to slip farther

the        gland                            colored leads on the

of    box*  While the straining clamp was tight/ it
not so tight as to prevent any        of the cable,
straining      could not be too tight or it would affect the
conductors inside.

57.      to the fact that the input cable could not be
completely through the packing gland and the existence

of    other violative conditions that were cited/ the operator
a decision to take the pump and its controller oat of
remove it to the outside of the mine.

53.  When the control box was taken outside/ it was not in

condition as when it was first observed by the
inspector/ because attempts had been made to enter the cable

the packing gland into the box.  Specifically/ the
colored leads could no longer be seen on the outside of the

59.  The purpose of the pump was to dewater the face area
in    section.  It was energized at the time the inspector

the area.

60.  The pump, and its controller are required to be
during weekly permissibility inspections.  The pump
examined during a permissibility inspection by a

certified electrician on September 8, 1985, two days before the
citation was written.

61.  In addition, this equipment is subject to daily
examination during pre-shift examinations by the section
foresail.  The violative condition was not observed during any
permissibility or pre-shift examinations.

62.  The manner in which the controller was hung by its
cables was easily observable.  It is not a normal mining
practice because of the strain put on the cables.  The way the
controller was hung should have resulted in closer examinations
during pre-shift and particularly in permissibility inspections
to     sure the cables were not pulled out of the explosion
proof box.  Closer examination would have resulted in observa-
tion of the exposed colored leads on the outside of the box.

63.  Permissibility standards require that the input cable
extend completely through the packing gland into the control

2007 the input cable
